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NARA RG104, Entry 1, Box 139 


[Abstract:] Wants a copy of the test for coins. 


Brooklyn N.Y. 
April 17, 1886 


Dear Sir, 


Will you be kind enough to forward me a copy of the U.S. Mint test for coins? Also any 
pamphlet relating to work of the Mint you may have at your disposal and; 


Oblige yours &c. 
W. Jay Hackett 
460 Bedford Ave. 
Brooklyn 

N.Y. 


[Enclosed note: ] 


For Silver; A 
H. dilute solution of Nitrate of Silver. — 


Pure Silver about 15 gram Nitric Acid enough only for solution. — 
Water one ounce 


Gold — 


If too strong Nitric Acid about 80 parts 
Use a little less muriatic acid 


Muriatic i Di 
Water 18 


Or a little more water may be used 


